PENT HOUSE PLAN


								

	
	
	KITCHEN IO'X6'
			BED
 icxxir
 1   TOl
		
r
	
	
						
i
	
	
	HALL KTXI4'
					
SI
	
	
						

	
	
				
	
	TV

			
		
	Tl
	
	1

\
	
	
						
		
		
	
	
	
	


	
	TE
		RR
	AC
	E
	
	1

\
		
			
	
	
	

Pent House at North-East is not good.

Pent  House at  South-West  is good.     Staircase should not  be
higher than South-West.
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